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THIS IS A DEMONSTRATION PROJECT OF COOPERATION BETWEEN A 
REHABILITATION CENTER AND THREE LARGE INDUSTRIAL COMPANIES. 
OVER A 3- YEAR PERIOD, 56 WORKERS WHO HAD BEEN INJURED ON THE 
JOB AND HOSPITALIZED WERE ADMITTED TO THE REHAB I L I TAT ION 
CENTER. OF THE 50 WORKERS STUDIED, THE AVERAGE LENGTH OF STAY 
IN THE CENTER WAS 36 DAYS. A FOLLOWUP STUDY, CONDUCTED 3 
MONTHS AFTER DISCHARGE, SHOWED 45 OF THE 50 WORKERS WERE 
EMPLOYED, AND 50 PF.RCENT SAID THEY FELT GREATLY IMPROVED. 
ATTEMPTS ARE MADE IN THE REPORT TO ANALYZE THE REASONS THAT 
OTHERS WERE LESS SATISFIED WITH THE TREATMENT. OF GREAT 
IMPORTANCE TO THE PROJECT WAS THE ESTABLISHMENT OF 
COOPERATIVE WORKING PROCEDURES WITH THE INDUSTRIAL-MEDICAL 
DEPARTMENTS. THE VARIOUS FACTORS INVOLVED IN THIS ARE 
DISCUSSED. THE PROJECT STAFF CONCLUDES THAT SUCH COOPERATION 
IMPROVES THE REHABILITATION OF INJURED WORKERS. ONE OF THE 
RECOMMENDATIONS IS THAT A FUTURE PROJECT ATTEMPT TO MEASURE 
ACTUAL MEDICAL COSTS OF SUCH REHABILI TATION PROGRAMS. (NS) 
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FOREWORD 



This report describes the three year experience of an inter- 
disciplinary Rehabilitation Center staff and industrial medical de- 
partments of local corporations in conducting a three year demonstra- 
tion project for the treatment of injured workmen. The project was 
conducted by the Harmarville Rehabilitation Center in Pittsburgh, 
Pennsylvania in conjunction with three large industrial corporations* 
from November 1, 1957 through December 31 , 1961. The specific aim 
was to integrate services between a Rehabilitation Center and a plant 
medical department and to test the value of adding comprehensive re- 
habilitation services to an industrial medical program. 

The Harmarville Rehabilitation Center and the industrial 
corporations involved in this study greatly acknowledge the grant 
support of the Vocational Rehabilitation Administration, United 
States Department of Healtn, Education, and Welfare, without which 
the project could not have been conducted. 

A special debt is owed to the Advisory Committee and the 
consultants who have spent many hours in giving guidance to the 
project. A final acknowledgment must be made to the plant medical 
directors for their interest and cooperation in this study. 
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Project Director 
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